CITY CENTER LODGE 

476 EAST BROADWAY - TELEPHONE 1261 
EUGENE, OREGON 

Hotel rooms and housekeeping cottages with 
Beautyrest mattresses - Automatic heating - 
Insulated - Soundproof - Electric refrigeration 
- Tub and shower baths. 
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